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internal capsule, but on the contrary, the sensory fibers are mingled 
with the motor in the genu and the posterior limb of the internal 
capsule. Dejerine, some years ago, disputed the correctness of the 
views held in regard to Charcot’s “carrefour sensitif.” Long reports 
two cases in support of his statements; in these cases disturbance of 
sensation was not noticed. In the first the posterior segment of the 
inner capsule was destroyed and the thalamus was intact; in the second 
the lesion involved only a part of the posterior segment of the in¬ 
ternal capsule, and only the anterior and internal nuclei of the thala¬ 
mus, and not the external nucleus. Persistent hemianesthesia is more 
common when the thalamus is destroyed than in lesions of other parts 
of the cerebral hemisphere. The anesthesia from a cortical lesion is 
never complete, and diminishes in intensity after a time. Motility, 
general sensation and muscular sense have the same cortical lo¬ 
calization. 

The results of forty-one clinical observations and of thirteen clini¬ 
cal and pathological studies form a fitting termination to this valuable 
book. The name of Long may worthily be placed by the side of those 
of Vialet, Sottas, Mirallie and Thomas, who, under the inspiration of 
Dejerine, have made most valuable contributions to neurological litera¬ 
ture. Spiller, 

A Manual of Modern Surgerv, General and Operative, by John 
Chalmers DaCosta, M.D., Clinical Professor of Surgery, Jefferson 
Medical College, Philadelphia; Surgeon to the Philadelphia Hos¬ 
pital, etc. With 386 illustrations. Philadelphia, W. B. Saunders, 
925 Walnut street, 1898. 

It is with pleasure that we note the appearance of a second edition 
of this most estimable manual. No other work on surgery we are 
acquainted with seems so well adapted to fill the requirements of that 
debatable ground which lies between the comprehensiveness of the 
full-fledged text-book or system and the conciseness of the quiz com- 
pend. Adequate descriptions are given of all the important surgical 
conditions with their treatment, separate sections being devoted to the 
operative technique, and a summary of the instruments needed. In 
this edition the advances of surgical knowledge have been fully recog¬ 
nized. among others, sections having been added on the Surgery of 
the Liver and Gall-Bladder, the Spleen, the Pancreas, the Female 
Breast, Wounds inflicted by Modern Projectiles, Electrical Injuries, 
and the Use of the Rontgen Rays. The following operations have 
been described: Resection of the Gasserian Ganglion, Methods of Gas- 
trotomy, Schede’s Thoracoplasty, Use of the Murphy Button, Various 
New Methods of Enterorrhaphy. Bodine’s Method of Colostomy, Pre¬ 
vention of Hemorrhage in Hip-joint Amputation by Macewen’s 
Method of Aortic Compression; Edmund Owen’s Operation for Hare¬ 
lip, Senn’s Method of Resection of the Shoulder-joint, etc. 

The character of the illustrations and presswork is excellent, and 
the work is one to be heartily commended to all surgical stu¬ 
dents. Vogel. 

Lkitfaden der Electrodiagnostik und Ei.kctrotuekapik. Fur 
Praktiker und Sturierendc von Dr. Toby Cohn, Berlin. Mit 
Einem Vorwort von Prof. Dr. E. Mendel. S. Karger, Berlin, 
1899. 

It is characteristic, we believe, of modern therapeutics to utilize 
more and more of physical methods for the treatment of disease. The 
influences of heat, light, massage, and electricity have been more care¬ 
fully studied of late than ever before, and special therapeutic journals 
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devoted exclusively to treatment by diet, heat, light, massage, hydro¬ 
therapy, and electricity are more numerous now than formerly. The 
appearance of this guide to the use of electricity in diagnosis and 
treatment is therefore specially opportune. In 130 pages the subject 
matter is thoroughly presented. It is concise, yet broad enough for 
practical purposes. The successive chapters treat of the physics of 
electricity, the general laws and physiological phenomena, methods of 
investigation, changes in the reactions of the muscles and motor 
nerves, the electrical study of the organs of sense and electrical sensi¬ 
bility, the general therapeutic applications, special methods of treating, 
and electro-therapeutic apparatus. An appendix on Franklinization 
closes this excellent small manual. We recommend it highly. It is 
well illustrated and printed. Jelliffe. 
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